RG104 E-1 Box 190 


Mint of the Ghiited States at Philadelphia, 


Engrauer’s Beparinrent, 


oh peti F , 1895 
UG i : 
Cyhew lee a Lee eee Pg 


LO cokigo”, PS ey W4 ve czeork Lo 7 See tA of frods 
Ltit va Ll? DV tte Leal oS Gee 


See oe Za seco 
tet Stet pec@Agttltey 
? a) 
7 : 
O 
ae a ‘ 


ge 
eee 
Sea ie => 


ee! : fecfee perele ete re Stes 





NARA RG104, Entry 1, Box 190 


Mint of the United States at Philadelphia, 
Engraver’s Department, 
August 9, 1895 


Sir 


Expecting to be away for a couple of weeks, I have the honor to request the appointment 
of Mr. N.H. Key as acting Engraver during my absence. 


Very respectfully 
Chas. E. Barber 
Engraver 


Hon. Herman Kretz 
Superintendent 


Approved 
Herman Kretz 
Supt. 


